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To  Our  Patrons: 


E  take  pleasure  in  presenting  our  1903  Catalogue  of  Mantels  showing 
as  we  believe,  the  most  varied  styles  of  popular  selling  designs  and  best 
values  on  the  market.  To  our  many  customers  who  have  patronized 
us  so  liberally  during  the  past  twelve  years,  we  think  it  unnecessary  to 
say  anything  as  to  the  merits  of  our  goods;  but  to  those  who  have 
never  handled  or  seen  our  Mantels,  we  wish  to  say  that  our  factory  consists  of  two 
brick  buildings,  one  fifty  by  one  hundred  and  fifty  feet,  five  stories  high,  and  one 
forty-five  by  one  hundred  and  twenty-five  feet,  four  stories  high.  Connected  with 
the  factory  we  have  two  warehouses,  one  twenty-seven  by  one  hundred  and  sixty 
feet,  three  stories  and  basement,  and  one  thirty  by  one  hundred  and  twenty  feet, 
four  stories  (just  completed),  giving  us  storage  facilities  for  several  thousand  Mantels 
so  that  we  can  run  to  our  fullest  capacity  during  the  early  months  of  the  year,  when 
the  demand  for  Mantels  is  never  heavy,  and  by  this  means  accumulate  stock  so  as 
to  be  in  position  to  fill  orders  promptly  when  the  Mantel  season  opens  up.  In 
addition  to  the  above  we  have  just  erected  in  the  suburbs,  at  Oakwood,  a  new 
factory,  fifty-two  by  two  hundred  and  fifteen  feet,  three  stories  high.  This  new 
factory,  as  well  as  our  old  one,  has  been  fitted  throughout  with  all  the  latest, 
improved,  labor-saving  machinery  and  enables  us  to  produce  the  very  best  quality 
of  Mantels  at  a  minimum  cost.  With  our  new  factory  we  have  a  capacity  far  in 
excess  of  any  other  Mantel  factory  in  the  United  States.  We  have  more  than 
doubled  our  Dry  Kiln  capacity  this  year,  assuring  at  all  times  a  full  supply  of 
thoroughly  seasoned  lumber,  which  is  by  far  the  most  essential  factor  in  the  pro¬ 
duction  of  strictly  first-class  Mantels.  Have  also  placed  in  operation  a  new  Saw 
Mill,  especially  adapted  to  making  our  own  lumber,  and  have  our  own  men  and 
teams  in  our  own  forest,  cutting  choice  timber  for  same,  so  we  are  today  actually 
operating  our  plant  on  the  forest  to  the  fire  side  system.  We  wish  to  impress  upon 
our  customers  that  they  can  now  place  their  orders  (large  or  small)  with  us,  feeling 
assured  that  we  are  in  position  to  execute  same  promptly. 

All  of  our  Mantels,  regardless  of  price,  are  made  of  thoroughly  seasoned  kiln 
dried  lumber.  The  finish  and  workmanship  are  first-class  in  every  respect  and 
equal  to  the  best  on  the  market  and  far  superior  to  most  of  them. 

All  Mantels  carefully  packed  and  delivered  at  railroad  depot  free  of  charge,  and 
in  all  cases  we  get  for  our  customers  the  lowest  rate  of  freight  we  can  possibly  secure. 

We  wish  it  distinctly  understood,  however,  that  our  responsibility  ceases  when 
the  goods  are  receipted  for  “in  good  order”  by  transportation  companies,  and  all 
claims  for  freight,  overcharge,  or  damage  to  goods  while  in  transit  must  be  settled 
with  the  carrier.  While  we  are  willing  to  assist  in  settling  such  claims,  they  must 
under  no  circumstances  be  deducted  in  settlement  of  our  bills. 

Mantels  not  quoted  are  discontinued  and  will  only  be  made  on  special  order  at 
the  usual  advance  for  special  work.  We  respectfully  request  our  customers  to  confine 
their  orders  to  Mantels  shown  in  catalogue,  as  far  as  possible,  as  we  cannot  give 
prompt  service  on  designs  that  are  not  made  regularly,  and  carried  in  stock.  We  solicit 
your  continued  patronage  and  will  give  all  orders  our  prompt  and  careful  attention. 
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No.  712.  Plain  Oak,  Imitation  Mahogany,  One  Coat  White  or  White  Enamel 

Width,  4  feet  6  inches,  with  wall  plates  to  5  feet.  Height,  6  feet  5  inches.  Profile,  4  inches.  Opening,  35^  x^^H 

inches  only.  French  Bevel  Mirror,  14x24  inches. 
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No.  668.  Plain  Oak,  Superior  Gloss  Finish 

Width,  4  feet  6  inches  or  5  feet.  Height,  4  feet  6  inches.  Profile,  4  inches.  Opening,  35%  x  35^  inches  only.  This 
Mantel  will  be  made  in  dozen  lots  5  feet  wide  with  opening  35^  *4llA  inches  without  extra  charge. 

No.  659  is  the  same  base  as  No.  668  without  the  backboard. 

This  design  patent  applied  for.  We  warn  all  parties  not  to  buy  or  sell  mutations  of  it. 
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No.  660.  Plain  Oak,  Superior  Gloss  Finish 


\\  ulth,  4  feet  6  inches  01  5  feet.  .  Height,  4  feet  6  inches.  Profile,  4  inches.  Opening,  35%  x  3514 
Columns,  3  inches  in  diameter.  This  mantel  will  be  made  in  dozen  lots,  5  feet  wide 
with  opening  35%  x  41^  inches  without  extra  charge. 

No.  66J  is  the  same  base  as  No.  660  without  the  backboard. 


inches  only. 
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No.  681.  Plain  Oak,  Superior  Gloss  Finish 


Width,  4  feet  6  inches  to  5  feet. 


Height,  6  feet  7  inches. 
French  Bevel  Mirror, 


Profile,  4  inches. 
14  x  24  inches. 


Opening,  35^  x  35^  inches  only. 
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No.  697.  Plain  Oak,  Superior  Gloss  Finish 

Width,  4  feet  6  inches  to  5  feet.  Height,  6  feet  5  inches.  Profile,  4  inches.  Opening,  «  1/,  x  ./  inches 

French  Bevel  Mirror,  14  x  24  inches. 
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No.  684^.  Plain  Oak,  Superior  Gloss  Finish 

Width,  4  feet  9  inches  to  5  feet.  Height,  5  feet.  Profile,  4  inches.  Opening,  38^  X41  ^  inches.  Handsome 

Quartered  Oak  Veneered  Columns,  3%  inches  in  diameter. 
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No.  657.  Plain  Oak  or  Imitation  Mahogany,  Superior  Gloss  Finish 

Width,  4  feet  6  inches  or  5  feet.  Height,  6  feet  8  inches.  Profile,  4  inches.  Opening,  35%  x  35^  inches  only. 

French  Bevel  Mirror,  14x24  inches. 

This  design  patent  applied  for.  We  want  all  parties  not  to  buy  or  sell  imitations  of  it. 
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No.  682^.  Plain  Oak,  Superior  Gloss  Finish 

Width,  4  feet  9  inches  or  5  feet.  Height,  5  feet  4  inches.  Profile,  4  inches.  _  Opening,  41  H  X4I}4  inches 
Handsome  Quartered  Oak  Veneered  Columns,  3%  inches  in  diameter. 
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No.  663  Plain  Oak  or  Imitation  Mahogany,  Superior  Gloss  Finish 

Width,  4  feet  6  inches,  with  wall  plates  to  5  feet.  Height,  6  feet  8  inches.  Profile,  4  inches.  Opening,  35M  x  35^ 
inches  only.  French  Bevel  Mirror,  14x24  inches.  This  Mantel  will  be  made  5  feet 
wide  with  opening  35^  x  41^  inches  without  extra  charge. 

This  design  patent  applied  for.  We  warn  all  parties  not  to  buy  or  sell  imitations  of  it. 
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No.  718.  Plain  Oak,  Superior  Gloss  Finish 

Width,  4  feet  6  inches,  with  wall  plate  to  5  feet.  Height,  6  feet  7  inches.  Profile,  4  inches.  Opening,  35K  x  35^ 
or  35^  X41J4  inches.  French  Bevel  Mirror,  16x28  inches.  Handsome  Quartered  Oak 

Veneered  Columns,  2)4  inches. 
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No.  719.  Plain  Oak,  Superior  Gloss  Finish 

Width,  4  feet  6  inches,  with  wall  plates  to  5  feet.  Height,  6  feet  7  inches.  Profile,  4  inches.  Opening,  35^  X3514 
or  35%  X4i^  inches.  French  Bevel  Mirror,  16x28  inches.  Handsome  Quartered  Oak 

Veneered  Columns,  2%  inches. 
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No.  714.  Plain  Oak,  Superior  Gloss  Finish 

Width,  4  feet  6  inches,  with  wall  plates  to  5  feet.  Height,  6  feet,  11  inches.  Profile,  4  inches.  Opening,  35^  x35^ 

inches  only.  French  Bevel  Mirror,  16x28  inches.  Handsome  Quartered  Oak 

Veneered  Columns,  3  inches. 
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No.  713.  Plain  Oak,  Superior  Gloss  Finish 

Width,  4  feet  6  inches,  with  wall  plates  to  5  feet.  Height,  6  feet  11  inches.  Profile,  4  inches.  Opening,  35%  x35^ 

inches  only.  French  Bevel  Mirror,  16x28  inches.  Handsome  Quartered  Oak 

Veneered  Colums,  3  inches. 
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No.  653.  Plain  Oak  or  Imitation  Mahogany,  Superior  Gloss  Finish 

Width,  4  feet  6  inches  or  5  feet.  Height,  6  feet  10  inches.  Profile,  4  inches.  Opening,  315 x35/^  or  35H  X4ij^ 
inches.  French  Bevel  Mirror,  16x28  inches.  Columns,  3  inches  in  diameter.  If  ordered 
4  feet  6  inches  wide,  opening  can  only  be  3 5 54  x  35/4  inches. 
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No.  677.  Plain  Oak,  Superior  Gloss  Finish 

Width,  4  feet  g  inches  to  5  feet.  Height,  6  feet  1 1  inches.  Profile,  4  inches.  Opening,  35%  x  35^  or  35^x41^ 

inches.  French  Bevel  Mirror,  16x28  inches.  Columns,  3  inches  in  diameter. 

No.  667 Same  Mantel  as  No.  677  except  it  has  handsome  Quartered  Oak  Veneered  Columns. 
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No.  736.  Plain  Oak  or  Imitation  Mahogany,  Superior  Gloss  Finish 

Width,  4  feet  6  inches,  with  wall  plates  to  5  feet.  Height,  6  feet,  9  inches.  Profile,  4  inches.  Opening,  35%  x  35^ 

inches  only.  French  Bevel  Mirror,  16x28  inches.  Handsome  Quartered  Oak 

Veneered  Columns,  3  inches  in  diameter. 
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No.  675.  Plain  Oak  or  Imitation  Mahogany,  Superior  Gloss  Finish 

Width,  4  feet  9  inches  to  5  feet.  Height,  6  feet  1 1  inches.  Profile,  4  inches.  Opening,  35^x3534  or  35^x4 1}4 

inches.  French  Bevrel  Mirror,  18x36  inches.  Columns,  3  inches  in  diameter. 
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No.  683.  Quartered  Oak,  Golden  Finish  or  Imitation  Mahogany,  Polished 

Width,  4  feet  9  inches  to  5  feet.  Height,  5  feet  4  inches.  Profile,  4  inches.  Opening,  41^  x  41^  inches 

Handsome  Veneered  Columns,  3%  inches  in  diameter. 
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No.  67554.  Plain  Oak,  Superior  Gloss  Finish 

Width,  4  feet  9  inches  to  5  feet.  Height,  6  feet  1 1  inches.  Profile,  4  inches.  Opening,  35^4  x  35%  or  35%  x  41  % 

inches.  French  Bevel  Mirror,  18x36  inches.  Columns,  3  inches  in  diameter. 
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No.  738.  Plain  Oak  on  Imitation  Mahogany,  Superior  Gloss  Finish 

Width,  4  feet  6  inches  with  wall  plates  to  5  feet.  Height,  6  feet  9  inches.  Profile,  4  inches.  Opening,  35%  x  35^2 

inches  only.  French  Bevel  Mirror,  16x28  inches.  Handsome  Quartered  Oak 

Veneered  Columns,  3  inches  in  diameter. 
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No.  689.  Plain  Oak  or  Imitation  Mahogany,  Superior  Gloss  Finish 

Width,  4  feet  9  inches  to  5  feet.  Height,  7  feet.  Profile,  4  inches.  Opening,  38^.  x  41^  inches.  French  Bevel 
Mirror,  18x36  inches.  Handsome  Quartered  Oak  Columns,  3  inches  in  diameter. 
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No.  676.  Quartered  Oak,  Golden  Finish  or  Imitation  Mahogany,  Polished 

Width,  4  feet  o  inches  to  5  feet.  Height,  6  feet  n  inches.  Profile,  4  inches  Opening,  3534  *  35^  or  35^  x  41# 
inches.  French  Bevel  Mirror,  18  x  36  inches.  Handsome  Veneered  Columns,  3  inches  in  diameter. 
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No.  689^.  Plain  Oak,  Superior  Gloss  Finish 

Width,  4  feet  9  inches  to  5  feet.  Height,  7  feet.  Profile,  4  inches.  Opening,  38^  x  41  inches. 
French  Bevel  Mirror,  18x36  inches.  Handsome  Quartered  Oak 
Columns,  3  inches  in  diameter. 
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No.  709.  Quartered  Oak,  Golden  Finish  or  Imitation  Mahogany,  Polished 

Width,  4  feet  9  inches  to  5  feet.  Height,  6  feet  n  inches.  Profile,  4  inches.  Openmg,  35 H  x  35/^ 
or  3534x41^  inches.  French  Bevel  Mirror,  18  x  36  inches.  Handsome 
Veneered  Columns,  3  inches  in  diameter. 
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No.  690.  Quartered  Oak,  Golden  Finish  or  Imitation  Mahogany,  Polished 

Width,  4  feet  9  inches  to  5  feet.  Height,  7  feet.  Profile,  4  inches.  Opening,  38^  x41^  inches.  French  Bevel 

Mirror,  18  x  36  inches.  Handsome  Veneered  Columns,  3  inches  in  diameter. 
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No.  692.  Quartered  Oak,  Golden  Finish  or  Imitation  Mahogany,  Polished 

Width,  4  feet  9  inches  to  5  feet.  Height,  5  feet  8  inches.  Profile,  4  inches.  Opening,  41  %  x  41  inches 

Handsome  Veneered  Columns,  4^  inches. 
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No.  705.  Quartered  Oak,  Golden  Finish  or  Imitation  Mahogany,  Polished 

Width,  4  feet  9  inchrs  to  5  feet.  Height,  7  feet  1  inch.  Profile,  4  inches.  Opening,  38 x  41^  inches. 

Bevel  Mirror,  18x36  inches.  Handsome  Veneered  Columns,  lower,  3^  inches; 

upper,  3  inches  in  diameter. 


French 
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No.  686.  Quartered  Oak,  Golden  Finish  or  Imitation  Mahogany,  Polished 

Width,  4  feet  8  inches  to  5  feet.  Height,  7  feet  5  inches.  Profile,  4  inches.  Opening,  38^  x  41  ft  inches. 
French  Bevel  Mirror,  18x36  inches.  Handsome  Veneered  Columns,  3 ^  inches. 
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No.  707.  Quartered  Oak,  Golden  Finish  or  Imitation  Mahogany,  Polished 

Width,  4  feet  9  inches  to  5  feet.  Height,  7  feet  1  inch.  Profile,  4  inches.  Opening,  38^x41^  inches. 

Bevel  Mirror,  18x36  inches.  Handsome  Veneered  Columns,  lower,  3^  inches; 

upper,  3  inches  in  diameter. 
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No.  699.  Quartered  Oak,  Golden  Finish  or  Imitation  Mahogany,  Polished 

Width,  5  feet.  Height,  7  feet  1  inch.  Profile,  4  inches.  Opening,  38%  x4i^  inches.  French  Bevel  Mirror, 

18x36  inches.  Handsome  Veneered  Columns,  3%  inches  in  diameter. 

Also  swell  front. 


31 


No.  700.  Quartered  Oak,  Golden  Finish  or  Imitation  Mahogany,  Polished 

Width,  5  feet.  Height,  7  feet  1  inch.  Profile,  4  inches.  Opening,  38^  x4i}^  inches.  French  Bevel  Mirror, 

18  x  36  inches.  Handsome  Veneered  Columns,  3^  inches  in  diameter. 

Also  swell  front. 
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No.  701.  Quartered  Oak,  Golden  Finish  or  Imitation  Mahogany,  Polished 

Width,  4  feet  9  inches  to  5  feet.  Height,  7  feet  4  inches.  Profile  4  inches.  Opening ,38%  *  4  ■  H  inches. 
French  Bevel  Mirror,  18x40  inches.  Handsome  Veneered  Columns,  lower, 

4  inches;  upper,  3^  inches  in  diameter. 


33 


No.  687.  Quartered  Oak,  Golden  Finish  or  Imitation  Mahogany,  Polished 

Width,  4  feet  9  inches  to  5  feet.  Height,  7  feet  3  inches.  Profile,  4  inches.  Opening,  38%  x4i^  inches.  French 
Bevel  Mirror,  18x40  inches.  Handsome  Veneered  Columns,  3^  inches  in  diameter. 

Also  swell  front. 
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No.  702.  Quartered  Oak,  Golden  Finish  or  Imitation  Mahogany,  Polished 

Width,  4  feet  9  inches  to  5  feet.  Height,  7  feet  4  inches.  Profile,  4  inches.  Opening,  3^24  x4t/4  inches. 

Bevel  Mirror,  18x40  inches.  Handsome  Veneered  Columns,  lower,  4  inches; 

upper,  3%  inches  in  diameter. 


French 
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No.  708.  Quartered  Oak,  Golden  Finish  or  Imitation  Mahogany,  Polished 

Width,  4  feet  9  inches  to  5  feet.  Height,  7  feet  2  inches.  Profile,  3^  inches.  Opening,  38%  X41J4  inches.  P'rench 
Bevel  Mirror,  18x36  inches.  Handsome  Veneered  Columns,  3%  inches  in  diameter. 

Also  roll  top  and  swell  front. 
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No.  740.  Quartered  Oak,  Golden  Finish  or  Imitation  Mahogany,  Polished 

Width,  5  feet.  Height,  7  feet  6  inches.  Profile,  4  inches.  Opening,  38M  x4i>4  inches.  French  Bevel  Mirror, 

18x40  inches.  Handsome  Veneered  Columns,  4^  inches  in  diameter. 
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No.  726.  Quartered  Oak,  Golden  Finish  or  Imitation  Mahogany,  Polished 

Width,  4  feet  9  inches,  with  wall  plates  to  5  feet.  Height,  7  feet  6  inches.  Profile,  4  inches.  Opening,  38%  x  41  V2 
inches.  French  Bevel  Mirror,  18x40  inches.  Handsome  Veneered  Columns,  4 ^  inches  in  diameter 

Also  swell  front  both  shelf  and  crown. 
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No.  730.  Quartered  Oak,  Golden  Finish  or  Imitation  Mahogany,  Polished 

Width,  4  feet  9  inches,  with  wall  plates  to  5  feet.  Height,  7  feet  6  inches.  Profile,  4  inches.  Opening,  38%  X41J4 
inches.  French  Bevel  Mirror,  18x40  inches.  Lower  Columns,  5  inches  in  diameter. 

Upper  Columns,  4^  inches  in  diameter. 
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No.  728.  Quartered  Oak,  Golden  Finish  or  Imitation  Mahogany,  Polished 

Width,  4  feet  9  inches,  with  wall  plates  to  5  feet.  Height,  7  feet  6  inches.  Profile,  4  inches.  Opening,  38^  x4i}^ 
inches.  French  Bevel  Mirror,  18x40  inches.  Handsome  Veneered  Columns,  4^  inches  in  diameter. 

Also  swell  front  both  shelf  and  crown. 
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No.  732.  Quartered  Oak,  Golden  Finish  or  Imitation  Mahogany,  Polished 

Width,  4  feet  9  inches,  with  wall  plates  to  5  feet.  Height,  7  feet  6  inches.  Profile,  4  inches.  Opening,  38%  X4134 
inches.  French  Bevel  Mirror,  18x40  inches.  Lower  Columns,  5  inches  in  diameter. 

Upper  Columns,  4^  inches  in  diameter. 
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No.  679.  Quartered  Oak,  Golden  Finish  or  Imitation  Mahogany,  Polished 

Width,  5  feet.  Height,  6  feet  8  inches.  Profile,  4  inches.  Opening,  44^  X41J4  inches.  Handsome 

Veneered  Columns,  5  inches  in  diameter. 
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No.  647.  Quartered  Oak,  Golden  Finish  or  Imitation  Mahogany,  Polished 

Width,  4  u'nbevel(;d^Frencli  Mirror^24  x^2  inches.^Idandsoine  Ve^eere^i  Columns,  4^Tnches.'^^ 

in  diameter.  Also  swell  front.  Both  shelf  and  ciown. 
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No.  742.  Quartered  Oak,  Golden  Finish  or  Imitation  Mahogany,  Polished 

Width,  5  feet.  Height,  7  feet  6  inches.  Profile,  4  inches.  Opening,  38^x4i  I/2  inches.  French  Bevel  Mirror, 

24x44  inches.  Handsome  Veneered  Columns,  4^  inches  in  diameter. 
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No.  734.  Quartered  Oak,  Golden  Finish  or  Imitation  Mahogany,  Polished 

Width,  4  feet  9  inches,  with  wall  plates  to  5  feet.  Height,  7  feet  6  inches.  Profile  4  inches.  Opening,  38^  x4i^ 
inches.  French  Bevel  Mirror,  24x44  inches.  Lower  Columns,  5  inches.  Upper  Columns,  4/6  inches. 
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No.  716.  Quartered  Oak,  Golden  Finish  or  Imitation  Mahogany,  Polished 

Width,  5  feet.  Height,  7  feet  10  inches.  Profile,  3  inches.  Opening,  3&H  *■  4l%  inches.  French  Bevel  Mirror, 
24x40  inches.  Handsome  Veneered  Columns,  4%  inches  in  diameter.  Also  swell  front. 
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No.  693.  Quartered  Oak,  Golden  Finish  or  Imitation  Mahogany,  Polished 

Width,  5  feet.  Height,  7  feet  2  inches.  Profile,  4  inches.  Opening,  44^x41^3  inches.  Handsome 

Veneered  Columns,  5^  inches. 
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No.  696.  Quartered  Oak,  Golden  Finish  or  Imitation  Mahogany,  Polished 

Width,  5  feet.  Height,  8  feet  1  inch.  Profile,  4  inches.  Opening,  38^x41^  inches.  French  Bevel  Mirror, 

28x40  inches.  Handsome  Veneered  Columns,  5^  inches  in  diameter. 
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No.  695.  Quartered  Oak,  Golden  Finish  or  Imitation  Mahogany,  Polished 

Width  (feet  Heisht  7  feet  6  inches.  Profile,  5  inches.  Opening,  4154  x  41  %  inches.  French  Bevel  Mirror,  24  x  32 
Width,  5  feeih  Height,  7  feet  tn  handsome  Ma>„tel  and  must  be  seen  to  be  appreciated.  It  is  especally 

adapted  for  white  enamel  or  for  white  and  gold  or  any  ol  the  lancy  woods. 


49 


No.  694.  Quartered  Oak,  Golden  Finish  or  Imitation  Mahogany,  Polished 

Width,  5  feet.  Height,  8  feet.  Profile,  5  inches.  Opening,  38^x41^  inches.  French  Bevel  Mirror,  24x40  inches. 
This  is  a  very  handsome  Mantel  and  must  be  seen  to  be  appreciated.  It  is  especially  adapted 
for  white  enamel  or  for  white  and  gold  or  any  of  the  fancy  woods. 
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No.  673.  Quartered  Oak,  Golden  Finish  or  Imitation  Mahogany,  Polished 

Width  c  feet  Height,  8  feet  3  inches.  Profile,  5  inches.  Opening,  38 tix  41%  inches.  French  Bevel  Mirror,  28x40 
’  5  inches.  Handsome  Veneered  Columns,  5^  inches  in  diameter.  Also  swell  front. 

This  mantel  is  now  made  with  backboard  like  shown  on  No.  703  on  the  next  page  which  greatly  increases  its  appearance. 
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No.  703.  Quartered  Oak,  Golden  Finish  or  Imitation  Mahogany,  Polished 


Width,  5  feet.  Height,  8  feet  3  inches.  Profile,  4  inches.  Opening,  383^x41^  inches.  FYench  Bevel  Mirror,  24x40 
inches.  Handsome  Veneered  Columns,  5^  inches  in  diameter.  Also  swell  front. 

See  profile  of  this  Mantel  on  page  54. 
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No.  7  Consol.  Quartered  Oak,  Golden  Finish  or  Imitation  Mahogany,  Polished 

Width,  4  feet  9  inches  to  5  feet.  Height  7  feet  7  inches.  French  Bevel  Mirror,  36  x  54  inches.  Handsome 

Veneered  Columns,  4^  inches  in  diameter. 
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Profile  of  Mantel  No.  720  End  View  of  No.  703  Profile  of  Mantel  No.  704  Profile  of  Mantel  No.  630 


I 
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No.  710.  Quartered  Oak,  Golden  Finish  or  Imitation  Mahogany,  Polished 

Width,  c  feet  6  inches.  Height,  7  feet  10  inches.  Profile,  4  inches.  Opening,  44 %  x4i XA  inches. 

Mirror,  14x42  inches.  Handsome  Veneered  Columns,  7  inches  in  diameter. 


French  Bevel 
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No.  704.  Quartered  Oak,  Golden  Finish  or  Imitation  Mahogany,  Polished 

Width,  5  feet.  Height,  8  feet  2  inches.  Profile,  4  inches.  Opening,1 ^1  x  41  ^  inches.  French  Bevel  Mirror, 

28x40  inches.  Handsome  Veneered  Columns,  5^  inches  in  diameter. 

See  profile  on  page  54. 
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Width,  5  feet. 


No.  630.  Quartered  Oak,  Golden  Finish  or  Imitation  Mahogany,  Polished 

Height,  8  feet  1  inch.  Profile,  4  inches.  Opening,  38^x41^  inches.  French  Bevel  Mirror,  28x48 
inches.  This  Mantel  has  handsome  Veneered  Columns,  5^  inches  in  diameter. 

See  profile  on  page  54. 
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Width,  5  feet. 


No.  720.  Quartered 

Height,  8  feet  1  inch. 

28  x  48  inches. 


Oak,  Golden  Finish  or  Imitation  Mahogany,  Polished 

Profile,  4  inches.  Opening,  41^x41^  inches.  Prench  Beveled 
Handsome  Veneered  Columns  7  inches  in  diameter. 

See  profile  on  page  54. 


Mirror, 
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